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ACTION AID-05 

INFO OCT-01 AF-06 10-10 ISO-OO CIAE-00 NSAE-00 NSCE-00 

SSO-OO USIE-00 INRE-00 HEW-06 INR-07 PA-02 PRS-01 

SCA-01 SCSE-00 EB-07 EUR- 12 /058W 

091722 

O 101000Z FEB 75 

FM AMEMBASSY PORT LOUIS 

TO SECSTATE WASHDC NIACT IMMEDIATE 4997 

INFO SECDEF NIACT IMMEDIATE 

DOD NIACT IMMEDIATE 

JCS NIACT IMMEDIATE 

CNO NIACT IMMEDIATE 

CINCPAC NIACT IMMEDIATE 

CINCEUR NIACT IMMEDIATE 

CINCPACFLT NIACT IMMEDIATE 

COMSEVENTHFLT NIACT IMMEDIATE 

CTF SEVEN THREE NIACT IMMEDIATE 

CTG 77.7 NIACT IMMEDIATEG 

CSAF NIACT IMMEDIATE 

MAC SCOTT AFB ILLINOIS NIACT IMMEDIATE 

PACAF HICKAM AFB HONOLULU NIACT IMMEDIATE 

USMISSION GENEVA NIACT IMMEDIATE 

UNCLAS PORT LOUIS 0087 

AID/FDRC 

E.O. 11652: N/A 
TAGS: ECO MP 

SUBJECT: DISASTER RELIEF FOR MAURITIUS 
REF: STATE 029606 

1. GOM FINALLY BEGINNING TO COOPERATE INTERNALLY. GOM CABINET, 
CHAIRED BY PRIME MINISTER, MET THIS MORNING AND AGREED ON FOLLOW- 
ING REQUESTS TO US: 
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B. 680 WATER CONTAINERS, PLASTIC, FIVE GALLON. 

C. 14,988 COTTON BLANKETS (LIGHTWEIGHT) 

D. 15 WATER STORAGE TANK, RUBBER 3,000 GALLON 

E. 300 COTS 

F. THREE 10 KW GENERATORS MUST BE 230/240 V. FREQ. 50 C.P.S. 

G. THREE 15 KW GENERATORS MUST BE 230/240 V. FREQ. 30 C.P.S. 

H. 5 WATER PUMPS 10 GPM, ELECTRIC WITH 21/2 KW GENERATOR MUST 
BE 230/240 V. FREQ. 50 C.P.S. 

I. 12 MILITARY TENTS 

J. 50 HAND TOOL SETS 

K. 4,000 AIR MATTRESSES 

L. 1,500 TARPAULINS APPROX. 20 X 20 OR EQUIVALENT 

M. 250,000 (UNITS OF BOXES?) TETRACYCLINE 

N. 250,000 (UNITS OR BOXES?) MULTI VITAMINS 

O. 12 CHAIN SAWS GAS POWERED 

2. GOM MINISTER OF HEALTH HAS SEPARATELY REQUESTED EIGHT SMALL 
GAS POWERED GENERATORS OF SAME ELECTRICAL POWER REQUIREMENTS, 
(I.E., EMERGENCY AUTO SETS FOR HOSPITALS,) LARGE NUMBER OF DISPOSABLE 
SYRINGES, SWAB TABS AND 500,000 DYSENTERY TABLETS. PROBABLY 
FURTHER MEDICAL EQUIPMENT REQUESTS WILL BE FORTHCOMING. 

3. GOM WILL REPORT TO US WITHIN NEXT FEW HOURS LATEST FULL AND 
RELIABLE TECHNICAL INFORMATION ABOUT OPERATIONAL STATUS OF 
PLAISANCE AIRPORT. 

4. REQUEST ALL MESSAGES THIS AND RELATED SUBJECTS CONTINUE TO 
BE SENT VIA CAMDEN UNTIL 121400Z FEB. AFTER THAT TIME REQUEST 
THAT ALL MESSAGES BE SENT TO EMBASSY, ALTHOUGH WE MUST CONTINUE 
TEMPORARILY TO MAKE EMBASSY/GOM CABLE WIRELESS MESSENGERIRUNS 
PERIODICALLY BECAUSE TELETYPE LINK STILL CUT BETWEEN EMBASSY AND 
CABLE AND WIRELESS. 

5. LOCAL GOM TELECOMMUNICATIONS REQUIREMENTS STILL UNCLEAR, BUT 
WE EXPECT SPECIFIC RESPONSE TO THIS QUESTION TODAY. 

MANHARD 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: DISASTER RELIEF 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 10 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975PORTL00087 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750047-0761 
From: PORT LOUIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750257/aaaabzck.tel 

Line Count: 97 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION AID 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 029606 
Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 APR 2003 
Review Event: 

Review Exemptions: n/a 
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Review Markings: 
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US Department of State 
EO Systematic Review 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
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